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TABLE C-l   (Continued)

Nuclear.

37.     Surface Uranium Mine

38.    Underground Uranium Mine

39.    Uranium Mill

40.    Uranium Conversion

41.    Uranium Enrichment

42.    Light Water Reactor Fuel
Fabrication - without
Plutonium Recycle

43.    Light Water Reactor
Fabrication - with
Plutonium Recycle

44.    High Temperature Gas
Reactor  Fuel  Fabrication

45.    Fast  Breeder Reactor  Fuel
Fabrication

46.    Light Water Reactor Spent
Fuel Reproceasing

47.    High Temperature Gas
Reactor Spent Fuel
Reprocessing

48.    Fast Breeder Reactor Spent
Fuel Reproceasing

49.    High-Level Waste Disposal

50.     Solid Waste Collection/
Separation Plant

51.    Light Water Reactor

52.    High Temperature Reactor

53.     Fast Breeder Reactor
Utilities

54.    Oil-Fired Power Plant

55.    Reconversion of  Oil Plant  to Coal

56.     Coal Fired Power Plant  - Low Btu

57.     Coal Fired Power Plant.-'High Btu

58.     Coal/Waste Power Plant  - Low
Btu Coal

59.     Goal/Waste Power Plant  - High
Btu Coal

60.    Sulfur Oxide  Removal

61t Low/Intermediate Btu Gas Fired
Plant

62.  High Btu Gas Fired Plant

63.  Conversion of Gas Plant to Coal

64.  Combined Cycle Power Plant

65.  Gas Turbine Power Plant

66.  Fuel Cell Power Plant

67.  Demand Hydroelectric Power

68.  Pumped Storage> Table C-9 presents the sectoral classification of the INFORUM model
